STATUTES AT LARGE

D-2. Insurance
G. Equipment

80.00
1,700.00

GRAND TOTAL (Electrician and
Engineer)                                $    84,623.00
PROVIDED, The State Electrician and Engineer shall be elected
to his office by the State Sinking Fund Commission. The net col-
lections for sale of surplus power by the State Electrician and Engi-
neer to the South Carolina Electric and Gas Company shall, as
collected, be turned over to the State Treasurer and credited to the
General Fund of the State; PROVIDED, FURTHER, That the
State Electrician shall pay, from funds appropriated to his depart-
ment, for water and electricity consumed by the various institutions
of the State, and shall collect therefor from the various institutions,
and remit such collections to the State Treasurer.
SECTION 62
SINKING FUND COMMISSION

Item 1. For Administration:
A. Personal Service:
A-1. Salaries:
Executive Secretary         $
Special Agent
Secretary and Bond Clerk
Insurance Clerk
Clerk and Bookkeeper
A-3. Special Payments:
Clerical Help
Per Diem and expense of Mem-
hers
B. Contractual Services:
B-2. Travel
B-3. Telegraph and Telephone
B-4. Repairs
B-5. Printing and Advertising
C. Supplies:
C-4. Office Supplies
C-8. Motor Vehicle Supplies
D. Fixed Charges and Contributions:
D-2. Premium on Bond

5,500.00
4,500.00
2,720.00
2,480.00
2,420.00
1,000.00
1,000.00
1,000.00
450.00
125.00
50.00
750.00
300.00

75.00
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